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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA 00394 221150Z 
ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 AID-05 CEA-01 CIAE-00 
DODE-OO EB-08 DOE- 11 H-02 INR-10 INT-05 L-03 
NSAE-00 NSC-05 OMB-01 PM-05 USIA-15 OES-07 SP-02 
SS-15 STR-07 TRSE-00 ACDA-12 /139W 

115353 221153Z/15 

R221105Z FEB 78 
FM USINT BAGHDAD 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5730 
AMEMBASSY ATHENS 

UNCLAS BAGHDAD 0394 

ATHENS FOR RTDO 


E.O. 1162: NA 

TAGS: BEXP, ENRG, ECRE, BTIO, EQIP, IZ 
SUB J : GOI ANNOUNCES 1978 DEVELOPMENT BUDGET FOR 
STATE ORGANIZATION FOR ELECTRICTY (SOE) 

REF BAGHDAD A-9 

IRAQI PRESS FEBRUARY 21, 1978, PUBLISHED AN INTERVIEW 
WITH DR. HARITH MAHDI JAMILM PRESIDENT OF THE STATE 
ORGANIZATION FOR ELECTRICITY COVERING THE FOLLOWING 
POINTS: 

(A) TOTAL EXPENDITURES FOR DEVELOPMENT AND OPERATION 
OF THE SOE DURING 1978 WILL BE 757 MILLION DOLLARS. 

(B) ELECTRICITY GENERATION DURING 1977 TOTALLED 

4,585 MILLION KWH, AN INCREASE OF 1,045 MILLION KWK OVER 
THE PREVIOUS YEAR. ELECTRICITY GENERATION DURING 1978 
IS EXPECTED TO RISE BY 1,100 MILLION KWH. 

(C) GENERATION CAPACITY IS EXPECTED TO RISE BY 500 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BAGHDA 00394 221150Z 

MEGAWATTS DURING 1978 BY COMMISSIONING THE FIRST 
80 MEGAWATT TURBINE OF THE 400 MEGAWATT HYDROELECTRIC 
UTILITY BEING INSTALLED BY THE SOVIET UNION 

ON THE DOKAN DAM, THE FIRST 200 MEGAWATT THERMAL GENERATOR 
OF THE 800 MEGAWATT THERMAL POWER STATION BEING BUILT 
BY THE SOVIETS AT NASSIRIYAH, AND BY STARTUP OF THE 
160 MEGAWATT THERMAL GENERATOR BEING ADDED TO THE DAURA 
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(BAGHDAD) POWER STATION BY A WEST GERMAN COMPANY. 

PECK 

UNCLASSIFIED 
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